AUTHOR'S NOTE TO PRODUCERS

For this play it is advantageous to have a single
permanent setting, since it enables the piece to
be played at the necessary speed.

Olympus may be represented by a dais raised
above the ordinary level of the stage, which then
may be used for the Dunkelstein scenes.
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